St.  Peter  Catholic  Church,  Boerne,  Texas  was  built  m 
1923  of  native  stone  gathered  from  the  beautiful  hills 
surrounding  the  city  of  Boerne.  The  architecture  is  based 
on  the  early  Spanish  Missions  of  Texas. 
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